SPRINGLAKE AMUSEMENT PARK 

OKLAHOMA CITY 

• Springlake Swimming Pool and Lawn Play 
Ground, one of the largest in the state of 
Oklahoma, supplied with fresh well water 
with adequate modern filtering facilities. More 
than sixty thousand square feet of play area 
in this plant. Greatest attention at all times 
is given the sanitation of the Pool, and to the 
pleasure of Springlake's patrons. 
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